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DDS&T #1101-71 
12 April 1971 


MEMORANDUM FOR: Executive Director-Comptroller 


THROUGH : Chairman, Information Processing Board 
Deputy Director of Science and Technology 


SUBJECT : Approval for Upgrading the IBM 360/65-1 and 
360/65-2 Computer Systems in OCS 


Copies of this memo are filed in the 360-65-1 and 
360-65-2 files. 
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